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Disclosure  to  Promote  the  Right  To  Information 

Whereas  the  Parliament  of  India  has  set  out  to  provide  a  practical  regime  of  right  to 
information  for  citizens  to  secure  access  to  information  under  the  control  of  public  authorities, 
in  order  to  promote  transparency  and  accountability  in  the  working  of  every  public  authority, 
and  whereas  the  attached  publication  of  the  Bureau  of  Indian  Standards  is  of  particular  interest 
to  the  public,  particularly  disadvantaged  communities  and  those  engaged  in  the  pursuit  of 
education  and  knowledge,  the  attached  public  safety  standard  is  made  available  to  promote  the 
timely  dissemination  of  this  information  in  an  accurate  manner  to  the  public. 
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NATIONAL  FOREWORD 

This  Indian  Standard  (Part  1)  (Second  Revision)  which  is  identical  with  ISO  3767-1  :  1 998  Tractors, 
machinery  for  agriculture  and  forestry,  powered  lawn  and  garden  equipment  —  Symbols  for  operator 
controls  and  other  displays  —  Part  1  :  Common  symbols'  issued  by  the  International  Organization 
for  Standardization  (ISO)  was  adopted  by  the  Bureau  of  Indian  Standards  on  the  recommendation  of  the 
Agricultural  Tractors  and  Power  Tillers  Sectional  Committee  and  approval  of  the  Food  and  Agriculture 
Division  Council. 

This  standard  was  first  published  in  1971.  After  the  publication  of  ISO  3767-1  :  1991  and  ISO  3767-2  : 
1991 ,  this  standard  was  also  revised  by  splitting  into  two  parts  in  line  with  ISO  Standard.  Part  1  of  this 
standard  covers  the  common  symbols;  Part  2  covers  the  symbols  for  agricultural  tractors  and  machinery. 
Due  to  revision  of  the  ISO  Standard,  it  was  decided  to  revise  this  standard  also. 

The  text  of  ISO  Standard  has  been  approved  as  suitable  for  publication  as,  an  Indian  Standard.  Certain 
conventions  are,  however,  not  identical  to  those  used  in  Indian  Standards.  Attention  is  particularly 
drawn  to  the  following: 

a)  Wherever  the  words  'International  Standard'  appear,  referring  to  this  standard,  they  should  be 
read  as  'Indian  Standard'. 

b)  Comma  ( , )  has  been  used  as  a  decimal  marker  while  in  Indian  Standards,  the  current  practice 
is  to  use  a  point  ( . )  as  the  decimal  marker. 

The  technical  committee  responsible  for  the  preparation  of  this  standard  has  reviewed  the  provisions  of 
the  following  International  Standards  and  decided  that  they  are  acceptable  for  use  in  conjunction  with 
this  standard: 

International  Standard  Title 

ISO  3461  -1  : 1 988        General  principles  for  the  creation  of  graphical  symbols  —  Part  1  :  Graphical 
symbols  for  use  on  equipment 

ISO  41 96  : 1 984  Graphical  symbols  —  Use  of  arrows 

ISO  7000  : 1 989  Graphical  symbols  for  use  on  equipment  —  Indexand  synopsis 

IEC  6041 7-1  (1 998)       Graphical  symbols  for  use  on  equipment  —  Part  1 :  Overview  and  application. 

IEC  60417-2  (1998)       Graphical  symbols  for  use  on  equipment  —  Part  2  :  Symbol  originals 

NOTE  —  In  clause  3.1,  first  word  'symbol'  may  be  changed  to  'Symbol'. 
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Indian  Standard 

TRACTORS  AND  MACHINERY  FOR  AGRICULTURE 

AND  FORESTRY,  POWERED  LAWN  AND  GARDEN 

EQUIPMENT  —  SYMBOLS  FOR  OPERATOR 

CONTROLS  AND  OTHER  DISPLAYS 

PART1  COMMON  SYMBOLS 


(  Second  Revision  ) 


1    Scope 

This  part  of  ISO  3767  establishes  the  common 
symbols  for  use  on  operator  controls  and  other 
displays  on  tractors  and  machinery  for  agriculture  and 
forestry,  and  powered  tawn  and  garden  equipment  as 
defined  in  ISO  3339-0  and  ISO  5395. 

The  symbols  given  apply  to  controls  and  displays 
common  to  tractors  and  machinery  for  agriculture  and 
forestry,  and  powered  lawn  and  garden  equipment,  as 
well  as  to  other  types  of  self-propelled  work  machines 
designed  to  operate  off  public  roads,  such  as  earth- 
moving  machines,  powered  industrial  trucks  and 
mobile  cranes. 

NOTE  1  The  foreword  lists  other  parts  of  this  International 
Standard,  where  symbols  for  specific  forms  of  machinery 
and  equipment  may  be  found. 


2   Normative  references 

The  following  standards  contain  provisions  which, 
through  reference  in  this  text,  constitute  provisions  of 
this  part  of  ISO  3767.  At  the  time  of  publication,  the 
editions  indicated  were  valid.  All  standards  are  subject 
to  revision,  and  parties  to  agreements  based  on  this 
part  of  ISO  3767  are  encouraged  to  investigate  the 
possibility  of  applying  the  most  recent  editions  of  the 
standards  indicated  below.  Members  of  IEC  and  ISO 
maintain  registers  of  currently  valid  International 
Standards. 

ISO  3461-1:1988,  General  principles  for  the  creation  of 
graphical  symbols  —  Part  1:  Graphical  symbols  for  use 
on  equipment. 

ISO  41 96: 1 984,  Graphical  symbols  —  Use  of  arrows. 


150  7000:1989,  Graphical  symbols  for  use  on  equip- 
ment —  Index  and  synopsis. 

IEC  60417-1:1998,    Graphical   symbols    for   use   on 
equipment — Part  1:  Overview  and  application. 

IEC  60417-2:1998,    Graphical   symbols    for   use   on 
equipment  —  Part  2:  Symbol  originals. 


3    Definition 

For  the  purposes  of  all  parts  of  this  International 
Standard,  the  following  definition  applies. 

3.1  symbol:  Visually  perceptible  figure  used  to 
transmit  information  independently  of  language.  It 
may  be  produced  by  drawing,  printing  or  other  means. 


4   General 

4.1  Symbols  shall  be  as  shown  in  succeeding 
clauses  of  this  part  of  ISO  3767.  However,  symbols 
which  are  shown  in  outline  form  in  this  part  of 
ISO  3767,  may  be  shaded  in  actual  use  for  clarity  of 
reproduction  and  improved  visual  perception  by  the 
operator,  except  as  otherwise  noted  for  individual 
symbols. 

4.2  Limitations  inherent  in  some  reproduction  and 
display  technologies  may  require  increased  line 
thickness  or  other  minor  modifications  of  symbols. 
Such  modifications  are  acceptable  provided  the 
symbol  remains  unchanged  in  its  basic  graphical 
elements,  and  easily  discernible  by  the  operator. 
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4.3  Additionally,  to  improve  the  appearance  and 
perceptibility  of  a  graphical  symbol  or  to  coordinate 
with  the  design  of  the  equipment  to  which  it  is 
applied,  it  may  be  necessary  to  change  the  line  thick- 
ness or  to  round  off  the  corners  of  the  symbol.  The 
graphical  designer  is  normally  free  to  make  such 
changes  provided  that  the  essential  perceptual 
characteristics  of  the  symbol  are  maintained.  See  10.2 
in  ISO  3461-1:1988. 


4.9  Arrows  used  in  symbols  shall  conform  to  the 
requirements  of  ISO  4196.  ISO  3461-1  shall  be  con- 
sulted for  the  general  principles  of  creating  symbols. 

4.10  ISO/IEC  registration  numbers  are  shown  for 
symbols  in  this  International  Standard.  Registration 
numbers  below  5000  refer  to  ISO  7000.  Registration 
numbers  above  5000  refer  to  IEC  60417-1  and 
IEC  60417-2. 


4.4  For  actual  use,  all  symbols  shall  be  reproduced 
large  enough  to  be  easily  discernible  by  the  operator. 
See  ISO  3461-1  for  guidelines  for  proper  sizing  of 
symbols.  Symbols  shall  be  used  in  the  orientations 
shown  in  this  part  of  ISO  3767  unless  otherwise 
noted  for  individual  symbols. 

4.5  Most  symbols  are  constructed  using  a  building- 
block  approach  in  which  various  symbols  and  symbol 
elements  are  combined  in  a  logical  manner  to  produce 
a  new  symbol.  For  example,  symbol  8.4  for  engine 
lubricating  oil  filter  is  a  composite  of  symbol  6.1  for 
engine,  symbol  6.5  for  oil,  and  symbol  6.13  for  filter. 

4.6  If  a  symbol  shows  a  machine  or  parts  of  a 
machine  from  a  side  view,  a  machine  moving  from 
right  to  left  across  the  symbol  grid  area  shall  be 
assumed.  If  a  symbol  shows  a  machine  or  parts  of  a 
machine  from  an  overhead  view,  a  machine  moving 
from  bottom  to  top  across  the  symbol  grid  area  shall 
be  assumed. 


4.7  Symbols  on  controls  and  displays  shall  have 
good  contrast  to  their  background.  A  light  symbol  on  a 
dark  background  is  preferred  for  most  controls. 
Displays  may  use  either  a  light  symbol' on  a  dark  back- 
ground or  a  dark  symbol  on  a  light  background, 
depending  upon  which  alternative  provides  the  best 
visual  perception.  When  a  symbol  image  is  reversed 
(for  example,  black  to  white  and  vice  versa)  it  shall  be 
done  for  the  entire  symbol. 

4.8  Symbols  shall  be  located  on  or  adjacent  to  the 
control  or  display  that  is  being  identified.  Where  more 
than  one  symbol  is  required  for  a  control,  the  symbols 
shall  be  located  in  relation  to  the  control  such  that 
movement  of  the  controls  towards  the  symbol  shall 
effect  the  function  depicted  by  that  symbol. 


4.11  Letters  and  numerals  may  be  used  as  symbols, 
but  are  not  registered  by  ISO/TC  145  or  published  in 
ISO  7000.  In  9.8  to  9.17,  letters  and  numerals  have 
the  meaning  indicated  when  used  in  association  with 
transmission  gear  controls  and  displays  on  tractors 
and  machinery  for  agriculture  and  forestry.  The  fonts 
shown  in  this  part  of  ISO  3767  are  not  intended  to  be 
restrictive:  other  fonts  may  be  substituted,  but  care 
shall  be  taken  that  legibility  is  maintained. 

4.12  Symbols  in  this  part  of  ISO  3767  are  presented 
within  the  outer  limits  of  a  24  mm  square  grid  (32  % 
of  original  size  on  the  ISO  graphics  grid).  Corner  marks 
delimit  the  corners  of  the  75  mm  square  graphics  grid 
from  ISO  3461-1.  Corner  marks  are  not  part  of  the 
symbol  itself,  but  are  provided  to  ensure  consistent 
presentation  of  all  symbol  graphics. 


5    Colour 

5.1  When  used  on  illuminated  displays,  the  following 
colours  have  the  meanings  indicated: 

—  red:  failure  or  serious  malfunction;  requires  im- 
mediate attention; 

—  yellow  or  amber:  outside  normal  operating  limits; 

—  green:  normal  operating  condition. 

5.2  In  addition,  certain  colours  are  used  for  specific 
functions: 

—  blue:  headlight  main-/high-beam  display; 

—  red:  hazard  warning  display; 

—  green:  turn  signal  display. 

5.3  If  colour  is  used  on  symbols  for  the  heating 
and/or  cooling  systems,  the  colour  red  shall  be  used 
to  indicate  hot,  and  the  colour  blue  shall  be  used  to 
indicate  cold. 
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6    Basic  symbol  shapes 


Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

6.1 

r                 -i 

0 

L                        _l 

Engine 

1156 

6,2 

L                          J 

Transmission 

1166 

6.3 

r                 1 

.Q. 

Hydraulic  system 

1409 

6.4 

r                 n 

(O 

L                        J 

Brake  system 

1399 

6.5 

'6' 

Oil 

1056 

6.6 

r                 n 

U                        J 

Coolant  (water) 

0536 

6.7 

r                   -| 

L                           J 

Intake  air 

[To  be  used  as  symbol  element  only  in  combination 
with  other  symbols  (e.g.,  engine).  Shall  be  outline  in 
all  applications.] 

1604 
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Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

6.8 

r                   i 

L                           J 

Exhaust  gas 

[To  be  used  as  symbol  element  only  in  combination 
with  other  symbols  (e.g.,  engine).  Shall  be  shaded 
in  all  applications.] 

1605 

6.9 

r                   ~i 

L                           J 

Pressure 

(To  be  used  where  the  medium  under  pressure  is 
not  specified.) 

1701 

6.10 

r    r— i    n 
1         1 

*!    i* 

1        1 

L      l— '      J 

Pressure 

(For  the  creation  of  a  combined  symbol  where  the 
medium  under  pressure  is  specified,  replace  the 
dashed  rectangle  with  a  symbol  for  the  medium.) 

Application 
examples  are  not 
registered 

6.11 

r                 I 

H 

i_                 j 

Level  indicator 

Application  of  01 59 

6.12 

r      r— i  n 
1         1 

Liquid  level 

(For  the  creation  of  a  combined  symbol  where  the 
fluid  being  measured  is  specified,  replace  the 
dashed  rectangle  by  a  symbol  for  the  fluid.) 

Application 
examples  are  not 
registered 

6.13 

r                 i 
1 1 

L                        J 

Filter 

1369 

6.14 

r 

Temperature 

0034 
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Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

6.15 

r                1 

I 

u         •         J 

Failure/malfunction 

(To  be  used  as  symbol  element  only  in  combination 
with  other  symbols.) 

1603 

6.16 

r                  ~\ 

L                          J 

Start  switch/mechanism 

1365 

6.17 

r                 n 

L                            J 

Seat  —  Side  view 

1705 

6.18 

L                          J 

Seat  —  Overhead  view 

2170 

6.19 

(J 

Tyre 

2176 
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7    General  symbols 


Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

7.1 

r 

L 

J 

On/start 

5007 

7.2 

:o: 

Off/stop 

5008 

7.3 

L                        J 

On  and  off 

5010 

7.4 

r                  1 

iv  r 

Engage 

(Symbol  may  be  rotated  90°  for  a  clearer  visual 
representation.) 

0022 

L                        J 

7.5 

r                 ~i 

Disengage 

(Symbol  may  be  rotated  90°  for  a  clearer  visual 
representation.) 

0023 

L                        J 

7.6 

r                 n 

+ 

L                        J 

Plus/increase/positive  polarity 

5005 

7.7 

r                 i 

Minus/decrease/negative  polarity 

5006 

L                           J 
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Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/1EC 

registration 

number 

7.8 

r                 n 

L                          _f 

Horn 

0244 

7.9 

L 

L                            J 

Lighter 

0620 

7.10 

r                 n 

L                        J 

Battery  charging  condition 

0247 

7.11 

r                  -\ 

© 

L                          J 

Clock/time  switch/timer 

5184 

7.12 

r 

1 

Hourmeter/elapsed  operating  hours 

1366 

- 

X 

L 

J 

7.13 

'4' 

L       m  m       J 

Seatbelt  —  Lap  belt  only 

i 

1702 

7.14 

r                 i 

L                          J 

Fast 

Application 
examples  are  not 
registered 
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Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

7.15 

r                  ""l 

L                           J 

Slow 

Application 
examples  are  not 
registered 

7.16 

r                  i 

Continuously  variable  —  Linear 

5004 

L                           J 

7.17 

r                 i 

L                          J 

"   ""    ""    ""  

Continuously  variable  —  Rotational 

1364 

7.18 

r                 i 

o 

L                           J 

Volume  empty 

1563 

7.19 

r                 ~i 

L                          J 

Volume  half-full 

1564 

7.20 

r        _        -\ 

L                        J 

Volume  full 

1565 

7.21 

r--i 
I        i 
i        I 
I        1 

L       I---J       J 

Machine  travel  direction  —  Forward 

(Replace  dashed  rectangle  with  appropriate 
symbol.  May  be  rotated  90°  counter-clockwise  for 
side  view  of  forward  travel  direction.) 

Application 
examples  are  not 
registered 
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Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

7.22 

r     r- -l     "I 
i        i 
ii 
i        i 

L..J 

Machine  travel  direction  —  Reverse 

(Replace  dashed  rectangle  with  appropriate 
symbol.  May  be  rotated  90°  counter-clockwise  for 
side  view  of  reverse  travel  direction.) 

Application 
examples  are  not 
registered 

7.23 

o 

Control  lever  operating  direction  —  Dual  direction 

(Place  appropriate  symbols  at  extremes  of  direc- 
tional arrows.) 

1436 

7.24 

^ 

^-o-^ 

.  * , 

Control  lever  operating  direction  —  Multiple  direc- 
tion. 

(Place  appropriate  symbols  at  extremes  of  direc- 
tional arrows.) 

1703 

7.25 

r                i 

o 

L                        J- 

Clockwise  rotation 

0256 

7.26 

r                 1 

o 

L                          J 

Counter-clockwise  rotation 

0937 

7.27 

r                 n 

Grease  lubrication  point 

0787 

L                          J 

7.28 

r                 n 

Oil  lubrication  point 

0391 
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Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

7.29 

®  ' 

Lift  point 

1368 

7.30 

r                   n 

L                           _l 

Jack  or  support  point 

0542 

7.31 

r                   n 

L                         J 

Draining/emptying 

0029 

7.32 

r                 i 

■d») 

L                        J 

Moving  machine  alarm 

2104 

7.33 

r                 -i 

L                           J 

Steering-wheel  —  Tilt  control 

2064 

7.34 

r                 ~i 

Tie-down  point 

2069 

L                          J 

• 

7.35 

r                 i 

L                        J 

Service  indicator  (from  ISO  3767-2) 

1659 

10 
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Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

7.36 

r 

■J™" 

■ 

i 

Read  operator's  manual 

0790 

L                           J 

7.37 

r                 n 

Enter  data 

2349 

O 

[Use  to  identify  the  "Enter  Data"  control  on 
electronic  performance  monitor.] 

- 

L                           J 

7.38 

r                  n 

w 

Save  entered  data 

2167 

8> 

iUse  to  identify  the  "Save  Previously  Entered 
Data"  control  on  electronic  performance  monitor.] 

L                          J 

7.39 

r                 i 

L                          J 

Cancel  entered  data 

[Use  to  identify  the  "Cancel  Previously  Entered 
Data"  control  on  electronic  performance  monitor.! 

2352 

7.40 

r 

"1 

Digital  counter 

[Concept  is  the  same  as  symbol  0695  from 
ISO  7000.  Used  for  LED  and  LCD  displays.] 

2168 

1 

S3 

L 

J 

11 
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8   Engine  symbols 


Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

8.1 

r                  i 

Engine  lubricating  oil 

1372 

® 

(If  engine  lubricating  oil  level  alone  is  to  be  dis- 
played, this  symbol  may  be  used  to  indicate  level.) 

L                          J 

8.2 

r    ^^     i 

Engine  lubricating  oil  pressure 

1374 

*®* 

L                        J 

8.3 

L                        J 

Engine  lubricating  oil  level 

1373 

8.4 

Engine  lubricating  oil  filter 

1376 

8.5 

L                       J 

Engine  lubricating  oil  temperature 

1375 

8.6 

r                 -i 

n 

Engine  coolant 

1377 

9 

(If  engine  coolant  level  alone  is  to  be  displayed,  this 
symbol  may  be  used  to  indicate  level.) 

L                          J 

8.7 

L                      J 

Engine  coolant  pressure 

1379 

12 
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Symbol 
number 


Symbol  form/shape 


8.8 


8.9 


8.10 


8.11 


8.12 


8.13 


8.14 


0 


Symbol  description/application 


Engine  coolant  level 


Engine  coolant  filter 


5 


r     -) 

♦a- 


a 


Sf 


Engine  coolant  temperature 


Engine  intake/combustion  air 


Engine  intake/combustion  air  pressure 


Engine  intake  air  filter 


Engine  intake  air  temperature 


ISO/IEC 

registration 

number 


1378 


1562 


1380 


1381 


1382 


1170 


1383 


13 
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Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

8.15 

r                1 

L                        J 

Engine  exhaust  gas 

1384 

8.16 

L                       J 

Engine  exhaust  gas  pressure 

1385 

8.17 

L                        J 

Engine  exhaust  gas  temperature 

1386 

8.18 

'6' 

L                       J 

Engine  start 

1387 

8.19 

feTOM 

L                        J 

Engine  stop 

1388 

8.20 

r                "i 

L                        J 

Engine  failure/malfunction 

1371 

8.21 

'0' 

Lfi/mirij 

Engine  rotational  speed/frequency 

1389 
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Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

8.22 

r                 "i 

N 

L                          J 

Choke 

0243 

8.23 

r 

L 

\V_1_ 

1        1 

J 

Primer  (start  aid) 

1370 

8.24 

L                        J 

Electrical  preheat  (low  temperature  start  aid) 

1704 

8.25 

'M\ 

Gas  injection  (low  temperature  start  aid) 

1547 
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9   Transmission  symbols 


Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/lEC 

registration 

number 

9.1 

L                          J 

Transmission  oil 

(If  transmission  oil  level  alone  is  to  be  displayed, 
this  symbol  may  be  used  to  indicate  level.) 

1397 

9.2 

L                           J 

Transmission  oil  pressure 

1167 

9.3 

r                 n 

L                            J 

Transmission  oil  level 

1398 

9.4 

Transmission  oil  filter 

1169 

9.5 

Transmission  oil  temperature 

1168 

9.6 

L                             J 

Transmission  failure/malfunction 

1396 

9.7 

r                   -| 

i 

i_                   j 

Clutch 

1308 

16 
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Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

9.8 

r                 n 

N 

L                        J 

Neutral 

Letters  used  as 
symbols  are  not 
registered 

9.9 

r                  i 

H 

L                          J 

High 

Letters  used  as 
symbols  are  not 
registered 

9.10 

r                 -i 

L 

L                        J 

Low 

Letters  used  as 
symbols  are  not 
registered 

9.11 

r                   ~i 

F 

Forward 

Letters  used  as 
symbols  are  not 

registered 

9.12 

r                 i 

R 

L                          J 

Reverse 

Letters  used  as 
symbols  are  not 
registered 

9.13 

r                 n 

P 

L                           J 

Park 

Letters  used  as 
symbols  are  not 
registered 

9.14 

r                 i 

1 

L                         J 

First  gear 

Numbers  used  as 
symbols  are  not 
registered 

17 
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Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

9.15 

r                  n 

2 

L                          J 

Second  gear 

Numbers  used  as 
symbols  are  not 
registered 

9.16 

r                 i 

3 

L                          J 

Third  gear 

(Other  numbers  may  be  used  until  the  maximum 
number  of  forward  gears  is  reached.) 

Numbers  used  as 
symbols  are  not 
registered 

9.17 

r                 n 

R1 

L                          J 

Reverse  first  gear 

(Other  numbers  may  be  used  uatil  the  maximum 
number  of  reverse  gears  is  reached.) 

Letters  and 
numbers  used  as 
symbols  are  not 
registered 

9.18 

r                  n 

L                        J 

Transmission  —  Creeper  gear 

{For  a  speed  sequence,  this  speed  symbol  may  be 
used  with  the  symbols  "fast"  (7.14)  and  "slow" 

(7.15).] 

Application 
examples  are  not 
registered 

9.19 

L                          J 

Worn  clutch 

2169 
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10    Hydraulic  symbols 


Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

10  1 

r                  n 

L_     ^^^m     J 

Hydraulic  oil 

(If  hydraulic  oil  level  alone  is  to  be  displayed,  this 
symbol  may  be  used  to  indicate  level.) 

1411 

10.2 

r                 i 

Hydraulic  oil  pressure 

1413 

10.3 

'0. 

Hydraulic  oil  level 

1412 

10.4 

JK==HL 

Hydraulic  oil  filter 

1415 

10.5 

M 

Hydraulic  oil  temperature 

1414 

10.6 

r                 1 

L     ^^^     J 

Hydraulic  system  failure/malfunction 

1410 

19 
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1 1    Brake  symbols 


Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

11.1 

r                 i 

(®) 

L                        J 

Brake  oil  fluid 

(If  brake  oil/fluid  level  is  to  be  displayed,  this 
symbol  may  be  used  to  indicate  level.) 

1400 

11.2 

L                        J 

Brake  system  pressure 

1402 

11.3 

e 

L                          J 

Brake  system  filter 

1404 

11.4 

L                         J 

Brake  system  temperature 

1403 

11.5 

CD) 

L                        J 

Brake  system  failure/malfunction 

0239 

11.6 

C9 

L                        J 

Parking  brake 

0238 

11.7 

o 

L                        J 

Worn  brake  linings 

14Q8 

20 
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12    Fuel  symbols 


Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

12.1 

r                  i 

i_             j 

Fuel 

(If  fuel  level  alone  is  to  be  displayed,  this  symbol 
may  be  used  to  indicate  level.  The  type  of  fuel  may 
be  indicated  inside  the  symbol.) 

0245 

12.2 

L                        J 

Fuel  pressure 

1392 

12.3 

Hi 

Fuel  level 

1551 

12.4 

ffi 

Fuel  filter 

1393 

12.5 

w 

Fuel  temperature 

1394 

12.6 

L                           J 

Fuel  system  failure/malfunction 

1391 

12.7 

r                 ~\ 

L                        J 

Fuel  shut-off 

(Not  to  be  used  as  engine  stop  symbol.) 

1395 

21 
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Symbol 
number 


12.8 


Symbol  form/shape 


Symbol  description/application 


ISO/IEC 

registration 

number 


Diesel  (compression-ignition)  fuel 


1541 
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13   Light  symbols 


Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

13.1 

r                 "i 

ID 

L                          J 

Headlights  —  Main-/high-beam 

0082 

133 

r                 -\ 

ID 

L                          J 

Headlights —  Dipped-/low-beam 

0083 

13.3 

L                         J 

Work  light 

1204 

13.4 

r                 -i 

P^ 

L                        J 

Parking  lights 

0240 

13.5 

r                 -\ 

A 

Hazard  warning  lights 

0085 

L.                           J 

13.6 

r                 n 

Interior/dome  light 

1421 

L                          J 

13.7 

L     ^^^    j 

Beacon 

1141 
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Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/iEC 

registration 

number 

13.8 

r                 n 

-J>Qz 

L                        J 

Clearance/position  lights 

0456 

13.S 

r                 -i 

L                        J 

Turn  signals 

0084 

13.10 

L                         J 

Front  fog-lights 

(If  one  control  is  used  for  both  front  and  rear 
fog-lights,  the  symbol  designated  front  fog-lights 
shall  be  used.) 

0633 

13.11 

0£ 

L                           J 

Rear  fog-lights 

(If  one  control  is  used  for  both  front  and  rear 
fog-lights,  the  symbol  designated  front  fog-lights 
shall  be  used.) 

0634 

13.12 

r      _.      n 

Master  lighting  switch 

5012 

13.13 

Instrument  illumination  —  Brightness  adjustment 

1556 
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14    Window  symbols 


Symbol 
number 


Symbol  form/shape 


Symbol  description/application 


ISO/IEC 

registration 

number 


14.1 


r  "t 


Windscreen/windshield  wiper 


0086 


14.2 


r   .*».*»,   "^ 


t    t   j 


Windscreen/windshield  washer 


0088 


14.3 


r   **J0*.  n 


t    t    j 


Windscreen/windshield  washer  and  wiper 


0087 


14.4 


r  l 

1\T 


Windscreen/windshield  demtster/defroster 


0635 


14.5 


~l 


Rear  window  wiper 


PP. 


0097 


14.6 


CD 


Rear  window  washer 


0099 


14.7 


r  i 


Rear  window  washer  and  wiper 


0098 
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Symbol 
number 


Symbol  form/shape 


Symbol  description/application 


ISO/IEC 

registration 

number 


14.8 


r 


i 


Rear  window  demister/defroster 


0636 


W 


14.9 


r. 


Windscreen/windshield  wiper  —  Intermittent 


0647 


.V. 


14.10 


l_ 


Windscreen/windshield  —  Washer  fluid 


1422 


14.11 


63 

L  J 


Rear  window  wiper  —  Intermittent 


1424 


14.12 


14.13 


14.14 


r  ~i 


Rear  window  —  Washer  fluid 


1423 


r  n  Side/lateral  window  —  Demister/defroster 


1425 


m 


® 


Exterior  rear  view  mirror  —  Demister/defroster 


1426 
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Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

14.15 

L                           J 

Exterior  rear  view  mirror  —  Four-way  positional 
adjustment 

U27 
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15    Climate  control  symbols 


Symbol 
number 

Symboi  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

15.1 

r                  i 

Heater/interior  heating 

0637 

L                        J 

15.2 

Cooling/air-conditioning  system 

0027 

15.3 

r     ^             "1 

Ventilating/air  circulating  fan 

0089 

15.4 

'1 

/ 

y 

Dehumidifier 

2068 

15.5 

r                 n 

L                           J 

Ventilation  air  flow  —  Upper  only 

1865 

« 

. 

15.6 

r                  n 

L                            J 

Ventilation  air  flow  —  Lower  only 

1866 

15.7 

r                  n 

W 

l_                           J 

Ventilation  air  flow  —  Upper  and  lower 

1867 
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16   Seat  symbols 


Symbol 
number 


16.1 


16.2 


16.3 


16.4 


16.5 


16.6 


16.7 


Symbol  form/shape 


^ 


r 


& 


^ 


* 
* 


y 


4f 


Symbol  description/application 


Seat  —  Longitudinal  adjustment  —  Fore/aft 


Seat  —  Seatback  adjustment  —  Fore/aft 


Seat  —  Height  adjustment  —  Up/down 


Seat  —  Height  adjustment  —  Up 


Seat  —  Height  adjustment  —  Down 


Seat  —  Cushion  height  adjustment  —  Cushion 
front  —  Up  and  down 


Seat  —  Cushion  height  adjustment  —  Cushion 
rear  —  Up  and  down 


ISO/IEC 

registration 

number 


1428 


1429 


1430 


1706 


1707 


1431 


1432 
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Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

16.8 

r     V 

Seat  —  Headrest  adjustment  —  Up  and  down 

1433 

16.9 

L                           J 

Seat  —  Lumbar  adjustment  —  In  and  out 

2171 

16.10 

L                           J 

Heated  seat 

0649 

16.11 

Seat  —  Fore  and  aft  isolator/attenuator 

2172 

16.12 

tgr 

Seat  —  Lateral  isolator/attenuator 

2173 

16.13 

nyp 

Seat  —  Swivel 

2174 

16.14 

r                 1 

& 

L.                            J 

Seat  —  Weight  adjustment 

2175 
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17   Tyre  and  wheel  symbols 


Symbol 
number 

Symbol  form/shape 

Symbol  description/application 

ISO/IEC 

registration 

number 

17.1 

fey 

L                           J 

Tyre  —  Pressure 

1435 

17.2 

CO' 

Tyre  —  Failure/malfunction 

1434 
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